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I USED ON 200 A 
I MODELS ONLY 
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,.w/wv 



21 |W« 22 

dig- — X 
tst - *- a ' 



Jv «.?MFO *®0A 
l«47*9 



* SELECT BSS FOB 
1-10 MILLIVOLTS 
ACROSS BI7 OB 
RJ6 WITH SPEAKER 
DISCONNECTED. 
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a. „ Soar;!! 






,j 1 IDOf* ♦ 22v | 

•.6SV ^ MS,,, 


307661 | 

■Vhe.t 

SINK 


D 4°" : 


160 A J* 0,57 V 

33 BIAS CONTROL 

I-A63V | 

F£EO BACK 


.47A 




, 


.47A 

F W 2 




o.«sv J 






J037I9 lOOPF | ^ 

PRE DRIVER "..lOuTPur 

22.3V *’ 0A | 


50766* | 

-wJ 


I^OWEB 











L 


Li 


r 1 & 


- ® ov 
-® sr 




1 vS' 

it *,"- 5v 




♦i3v 0~ 

SSO- 


-® — I 



-^J-ex 

REGULATOR 

142349 

Ow VOLTAGE SUPPLY 


J... 

F 
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"°Z 51 


.9 



SPEAKER LOAD 

MODEL 200 A 



CRT J ACKETS 
ITrOm'maTn - | tlOOKl 



COVER or CONTROL 



'^-note: THIS ass'y. IS IDENTIFIED 
I BY VERTICAL MOUNTING OF C-26 
j AND) R-59 





| HEAQPMQNC j AQX. 
2I4VA MODELS ONLY 



EARLY PRODUCTION 




__!j 2 02243 




1 22 A L^i 22 A Lxl 22 A Lx] 22A 



* 1,2,3.6,13-142083-3 

* 3.4 -142063-2 

* 7,6 - 142063-1 

* 9 - 137139- 1 

* 10,14,16 • 203719 



ON -OFF SWITCH 
C MOUNTED ON 
VOLUME CONTROL) 




1.3 A 77744-2 

2AA 77744-3 
•SA 77670-6 
FUSC HOLDCR 204201 



] AUX OUTPUT 
C MODELS 200 A 
A 214 VA ONLY) 



TR-II- 203735 -PNP TR-M - 307661-1 PNP 

TR-1 3- 203734 -NPN TR-13 307664-1 -NPN 

C ALTERNATE CASE STYLE} 



MODEL 200A ELECTRONIC PIANO SCHEMATIC 

NOTE: LATE PRODUCTION AUX. OUTPUT CIRCUIT 
STARTING SERIAL NO. 102906 
SCHEMATIC # 203720-S-3 

THE WURLIT2ER CO. DEKALB ILL 
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YOU WILL NOTE THERE HAS BEEN A CHANGE OF PART NUMBERS AND TRANSISTORS WHICH MAY TEND TO BE 
CONFUSING UPON REPLACEMENT. BELOW IS A LISTING OF PARTS, PART NUMBERS AND THEIR REPLACEMENTS. 
IN ADDITION, PLEASE NOTE LOCATION OF TRANSISTORS BEFORE REPLACEMENT. 



NEW PART NUMBERS 
MODEL & STARTING 
SERIAL NUM8ERS 


“OLD" PART NUMBER 
MODEL & STARTING 
SERIAL NUMBERS 


MANUFACTURER’S 

EQUIVALENT 


"OLD PART NUMBERS 
MODELS AND APPROX. 
STARTING SERIAL NO. 


MANUFACTURER'S 

EQUIVALENT 




200-73257 

203-73414 

214-73397 


200-58050 

203-56403 

203W-56491 

206- 57144 

207- 55921 
214-57776 




200-55900 

203-55256 

206- 56501 

207- 54029 
214-67777 




TR-1 


202051 


11-0778 


2N2926 


11-1667* 


2 N 6008 


TR-2 


202052 


11-0778 


2N2926 


11-1668* 


2N5998 


TR-3 


202073 


1 1-0778 


2N 2926 


11-0778 


2N2924 


TR-4 


202063 


11-0775 


2NS306 


11-077S 


2N5306 


TR-S 


202073 


11-0778 


2 N 29 26 


11-0778 


2N 2924 


TR-6 


202073 


11-0778 


2N2926 


11-0778 


2N2924 


TR-7 


202054 


11-0774 


2N3859A 


11-0774 


2N3859A 


TR-8 


202055 


11-0770 


2N4919 


11-1502* 


MJE2371 


TR-9 


202066 


1 1-0772 


2N5191 


11-1501* 


MJE2021 


TR.IO 


202067 


11-0773 


2N5194 


11-1503* 


MJE2011 










(•CHANGED) 








NEW 








ITEM 




PART NUMBERS 








D-1 . D-2, 




11-0769 


GE-A13, 1N40O5 






D-3. D-4 


202050 


11-0771 


GE-A13. 1N4G05 


11-1500 (11-0769) 




D-5, D-6 


202049 


11-0781 


1N4148 


11-0781 





SEE PAGE 37 FOR TRANSSTOR 
LEAD CONFIGURATION. 










